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of brilliance & intelligence with 
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1.32" Retina Level Display 


32" Retina Level Display 


360-360 Resolution 
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Ok Google 


Fire-Boltt 
Health Suite 


SpO2 Heart Rate Sleep Female 
Monitoring Tracking Monitoring Health Care 


Rotating 
Button 


ULTRA-THIN AND ULTRA-STYLISH 


Fire-Boltt Collide features a 10.7mm ultra-thin body, 
making it super light, just like a feather. 


Ultra-Low Power 
consumption . 
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Smart Notifications 


